U. S. O. Club. Sandpoint. Idaho 







On Beautiful Lake Pend d'Oreille among the Scenic Mountains and Forests of Northern Idaho 


4B4 




The U. S. O. Club at Sandpoint, Idaho, is 
approximately thirty miles from the United 
States Naval Training Station at Farragut, 
Idaho also located on Lake Pend d'Oreille. 
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